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Acting Deputy Director (Administration) 

Deputy Director (Intelligence) 

Office of Current Intelligence Organizational Change 
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seveSl S t ?S ed draft Chart represents a proposed realignment of 
several of the major components of the Office of Current Intelligence. 

?• p ff fc ? ew 1Tlonths “ has become clear to us that if we are 

® ffe ^ e ly our expanding responsibilities with our present 
personnel ceiling, some changes will have to be made. For the present 

or W SS. We C ° nteI,?)late no ^r increases in either personal ’ 
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Approval of this proposed realignment is requested. 


HUNTINGTON D. SHELDON 
Assistant Director 
Current Intelligence 
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